3o                ENGLAND'S   HOUR

of frost. The Thames is frozen over at Kingston
and for eight miles between Teddington and
Sunbury; twelve inches of ice cover lakes and
reservoirs; in Hyde Park the population skates
on the Serpentine.

In mid-February the snow is still falling as
the year which has opened so grimly marches
on to its fate.